
'JSC 2143), Failure lo report according to the regulations can 
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ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 
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University Of Louisville 
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Louisville, KY 40202 
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FORM APPROVED 
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i in actual research, testing, or experime ntation, or held for thes e purposes. Attach additional sheets ,f necessary ) 
FACILITY LOCATIONS ( Sites ) - See Atached Listing 

REPORT OF ANIMALS uTeD BY OR UNDER CONTROL OF RESEARCH FACILITY t AHanh .hTTIT 


B. 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


c. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


sheets if necessary or use APHIS Form 7 023A ) 

E. Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 
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2) Each principal invesligalor has considered alternatives to painful procedures. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
.esult in an crder to cease and desist and to be subject to penalties as provided for in Section 21 1 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 61-R-0002 

CUSTOMER NUMBER: 898 

■■■19 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

University Of Kentucky 

Chandler Medical Center, H41a 
Lexington, KY 40536 



Telephone: (859) -323-5885 


1 3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 
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11 
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I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 












University of Kentucky 
Chandler Medical Center, H 41 A 
Lexington, KY 40536-0298 


Certificate Number: 61-R-0002 
Customer Number: 898 

Facility Locations (Sites): 

Main Campus Sites: 

• Chandler Medical Center - DLAR Main Facility, 800 Rose St. 

• College of Pharmacy, 725 Rose St. 

• Gluck Equine Research Center, 1400 Nicholasville Rd. 

Remote Sites: 

• Spindletop Building #3313, 3250 Iron Works Pike 


Contact information for all sites is: 

Division of Laboratory Animal Resources 
Chandler Medical Center, H 41A 
University of Kentucky 
Lexington, KY 40536-0298 

Telephone: (859) 323-5885 


3) Summary of lACUC approved exceptions to the standards and regulations 
under the Act 

There is one lACUC approved exception to the approved exercise plan for dogs that 
involves a total of 1 1 dogs: 

“The only exception to the exercise plan will be during urine collections when the 
dogs are confined to their cages, which still provides greater than the minimum 
amount of floor space required by the Animal Welfare Act and Regulations. Because 
these experiments require the measurement of nutrient balance it is imperative that 
we get uninterrupted total collections of urine and feces. This is most easily 
accomplished by confining them to their kennel during the collection period as the 
dogs as accustomed to this environment. During this time the dogs will each be 
given individual human attention for a minimum of 15 minutes. Each dog will have at 
least one enrichment item (chew-toy, hard ball, etc.) in it's run at all times. Non- 
edible enrichment items will be provided for each dog during critical collection 
periods. Enrichment items will be rotated to keep them interesting to the dogs." 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21I 


See attached form for 
additional information. 


Interagency Report Control No.: 



MSU Veterinary Technology Program 

Derrickson Agricultural Compl locations ( Sites ) - see Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


12. Other Farm Animals 


Quail 


13. Other Animals 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


ASSURANCE STATEMENTS 


Standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 

teaching, testing, surgery, or experimentation were followed by this research facility. a y, u 

2) Each principal investigator has considered alternatives to painful procedures. 

[nstilS An1™i ur?r,mm1to ^‘'1’ i;’'’ '* U®® standards and regulations be specified and explained by the principal investigator and ap 

Inst tulional Anima ^re and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. v. u cu cxL,cpiioii:>. summary int 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



T 88), which is obsolete.) 









This report is r^iquired by law (7 USC 2143). Failure to report according to the regulations can 
resul' in an oro to cease and desist and to be subject to penalties as provided for in Section 21 ! 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 61-R-0008 

CUSTOMER NUMBER: 300 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT ) 

Murray State University 

328 Wells Hall 

Murray, KY 42071 

4 - 


Telephone: (270) -762-7002 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o ■ 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

1 
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2 
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1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


















This report is required by law (7 USC 2143) Failure to report according to the regulations 
can 

See attached form for 
additional information 

Interagency Report Control No.T 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 61-R-0108 

CUSTOMER NUMBER: 8968 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Transylvania University 

300 North Broadway 

Lexington, KY 40508 MAR 0 9, 7r>f)? 

Telephone: (859) -233*8121; 

Oc^ohc/jh ^ 2^\ ^ 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I RFPORT OF ANIMAI S t JSFD BY OR UNDFR CONTROI OF RFSFARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7Q23A \ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
' anesthetic, analgesic, or tranquilizing drugs would 

have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 
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1 ASSURANCE STATEMENTS 

1 


1 } Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 



( AUG 91 ) 


















Annual Report - Site Listing: 


Custome*' ID and Site Address: 
ID: 8968 

300 North Broadway 
Lexington, KY 40508 
County: Fayette 


Telephone 

(859)233-8121 



Interagency Report Control No.: 


OC 1 0 I 2007 


This report is required by law (7 DSC 2143). Failure to report according to the regulations can See attached form for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 61-R-0110 

CUSTOMER NUMBER: 39473 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Animal Immunodiagnostics Reagents & Research 
1161 Beaver Dam Church Rd 


( TYPE OR PRINT ) 

Brownsville, KY 42210 



Telephone: (270) -799-8770 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 
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9. Non-human Primates 
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12. Other Farm Animals 
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ASSURANCE STATEMENTS 

acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 

teaching, testmg, surgery, or experimentation were followed by this research facility. » .u y. c u luiiuwiny dciuai rest 

2) Each principal investigator has considered alternatives to painful procedures. 

hismS Artral CareVnd ulTrnmm^^ '' ‘P® standards and regulations be specified and explained by the principal investigator and ap 

S fh , Comm, ee ( ACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 

bnefexplanationoftheexceptions, as well as the species and number Of animals affected. . » idiyiiK 


CERTIFICA 
( Chief Ex 
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TION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
ecutive Officer or Legally Responsible Institutional Official ) 


obsolete.) 


DATE SIGNED 


(AUG 91 ) 







This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0. additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

61-V-0002 935 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VA MEDICAL CENTER 
800 ZORN AVENUE 
LOUISVILLE, KY 40206 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



VA MEDICAL CENTER 
LOUISVILLE, KY 40206 


FACILITY LOCATIONS(s/fes) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Animals Covered 
By The Animal 
Welfare Regulations 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annuai report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaliy Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


11/19/2007 


PART 1 - HEADQUARTERS 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

61-V-0003 936 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VA MEDICAL CENTER 

DEPT OF VETERANS AFFAIRS 

1101 VETERANS DR 

LEXINGTON, KY 40511 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT\ONS( sites) 


VA MEDICAL CENTER 

LEXINGTON, KY 40511 




1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 
























1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


(Chief Executive Officer or Legally Responsible Institutional official) 


I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

11/18/2007 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 




APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 
Customer Number: 
Facility: 


61-V-0003 

936 

VA MEDICAL CENTER 
DEPT OF VETERANS AFFAIRS 
1101 VETERANS DR 
LEXINGTON, KY 40511 


NONREGULATED ANIMALS AT 
VA MEDICAL CENTER 
DEPT OF VETERANS AFFAIRS 
1101 VETERANS DRIVE 
LEXINGTON, KY 40502 
T:859-281-4927 

PAIN CATEGORY B C D E 
MICE 1536 2514 4668 3237 

RATS 171 0 307 0 



